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LIMITED OFFICIAL USE STATE 121822 
E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: UPGRADING PHYSICAL SECURITY AT CHANCERY, LISBON 
FRANKFURT FOR RSS AND RTC 
REF: LISBON 2782 

1. SY AGREES IN PRINCIPLE WITH PHYSICAL SECURITY MEASURES 
OUTLINED IN REFTEL. WHEN SUPPLYING COST DATA, REQUEST POST 
PROVIDE DETAILED COST ITEMIZATION TO FACILITATE IDENTIFICA- 
TION OF FUNDING RESPONSIBILITIES. 

2. REF PARA 3A(5), REFTEL: REQUEST POST PROVIDE SKETCH 
OF PROPOSED TYPE AND INSTALLATION OF METAL SHUTTERS. 

3. REF PARA 3B(6): IT WOULD APPEAR USE OF LEXAN IS TO 
PROVIDE PROTECTION AGAINST GUNFIRE FROM OPPOSING BUILDING. 
IF THIS ASSUMPTION CORRECT, POST SHOULD REALIZE LEXAN 
LIMITED OFFICIAL USE 

LIMITED OFFICIAL USE 
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WILL NOT DEFEAT RIFLE AMMO. SY/FO IS POUCHING SPECIFICA- 
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TIONS FOR ALERNATIVE TYPES OF PROTECTIVE TRANSPARENCIES 
UNDER SEPARATE COVER. KISSINGER 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 24 MAY 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: woolflhd 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE121822 

Document Source: CORE 

Document Unique ID: 00 

Drafter: LADILLARD:JP 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7501 83-1 051 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 975051 9/aaaaaqwl.tel 

Line Count: 63 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN SY 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 

Previous Classification: LIMITED OFFICIAL USE 

Previous Handling Restrictions: n/a 

Reference: 75 LISBON 2782 

Review Action: RELEASED, APPROVED 

Review Authority: woolflhd 

Review Comment: n/a 

Review Content Flags: 

Review Date: 03 JUN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <03 JUN 2003 by KelleyW0>; APPROVED <24 DEC 2003 by woolflhd> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: UPGRADING PHYSICAL SECURITY AT CHANCERY, LISBON FRANKFURT FOR RSS AND RTC 
TAGS: ASEC 
To: LISBON 
Type: TE 
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